To:  richard.e.forte@uscg.mil[richard. e.forte@uscg.mil] 

From:  Way,  Steven 

Sent:  Fri  9/11/2015  4:10:38  PM 

Subject:  FW:  Ml  FI 


Rich  - you  can  coordinate 


Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA  - Region  8 


1595  Wynkoop  Street 
Denver,  CO  80202 


Office:  303-312-6723 


From:  Ferguson,  Ralph 

Sent:  Thursday,  September  10,  2015  7:41  PM 

To:  Myers,  Craig 

Cc:  Negron,  Jose;  Griswold,  Hays;  Way,  Steven 
Subject:  Re:  MIFI 


Craig, 


I just  spoke  with  Jose. ...it  was  the  coasties.  Can  you  let  them  know  I will  be  up  there  tomorrow 
with  one.  Sorry  for  the  confusion. 

Ralph  Ferguson 

Supervisory  Accountant 

Office  of  the  Regional  Comptroller  - Accounting  Services  Section 


1792607 


ED  000792  00007529-00001 


US  Environmental  Protection  Agency  - Region  6 
Office:  214-665-2147 


Cell;  469-978-6201 
Fax;  214-665-8505 
ferguson  .ralphfgiepa.  gov 

On  Sep  10,  2015,  at  7:37  PM,  Myers,  Craig  <Mvers .Craig@epa. gov>  wrote: 

Ralph, 

I have  no  idea  where  this  came  from.  There  is  no  cellular  service  at  the  site,  and  all  three  of 
us  have  MiFis  in  the  event  our  hotels  don't  have  internet.  Unless  this  came  up  between 
Steve  and  Jose  after  we  parted  ways. ..Steve,  Jose? 


Craig 

Sent  from  my  iPad 

On  Sep  10,  2015,  at  5:57  PM,  Ferguson,  Ralph  <F erguson .Ralph@epa. gov>  wrote: 
Good  Evening  Gentlemen, 


Jose  mentioned  that  you  might  be  in  need  of  a MIFI?  Are  you  looking  for  one  of  the 
EPA  issued  ones  or  something  else? 


Thanks, 


Ralph  Ferguson 

ICP-GKM  FSC 

US  Environmental  Protection  Agency 
Office:  214-665-2147 

Cell:  469-978-6201 

ferquson.ralph@epa.gov 
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